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Message Text 


E.O. 11652: N/A 
TAGS: TGEN, OTRA, JA 

SUBJECT: NSF, US-JAPAN EMINENT CIVIL ENGINEERS EXCHANGE 

DEPT PASS TO NSF/INT FOR DR. ALLEN HOLT FROM ASHBY, NSF/TOKYO. 

RE EMINENT UNDERWATER ENGINEERS EXCHANGE RPGORAM, JSPS INFORMED 
NSF/T THAT DR. YUKIO ARITA, MITSUBISHI HEAVY INDUSTRIES LTD., 

AND DR. TOSHIO ASAMA, HONSHU-SHIKOKU BRIDGE AUTHORITY ARE NOT 
RPT NOT ABLE TO TAKE LEAVE OF ABSENCE FROM THEIR COMPANIES 
LONGER THAN TWO WEEKS WHICH WOULD LIMIT THEIR VISITING ACTIVITIES 
IN THE U.S. TO LESS THAN TEN DAYS. WOULD ASCE STILL LIKE TO 
HAVE THEM VISIT THE U.S. OR WOULD IT PREFER SEEKING CANDIDATES WHO 
COULD STAY LONGER PERIODS. IN ANY EVENT JSPS WILL SUPPORT MAXIMUM 
ONLY THREE JAPANESE ENGINEERS TO THE U.S. YOUR AND ASCE REACTIONS 
BY RETURN CABLE REQUESTED. 
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